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Case & Wilson 


Extend the GLAD в Wrangel 
surrounding country. and will be pleased to see them at their 


=e 


to the citizens of Fort ана 


new store on Front street, Their stoek is varied and well 
assorted, comprising Dry Goods, Groceries, Clothing, Boots 
and Shoes, Shelf Hardware, Patent Medicines, Cigars and 


"l'obieeos, Indian Curios, and a complete Line of Novelties 


Family Trade a Specialty. 
Highest Prices Paid for Furs: 
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Hudsons Bay 
Company 


INCORPORATED 1670. 





INCORPORATED 1670. 


STEAMERS 
STRATHGONA AND CALEDONIA 


Running from 


Wrangel 


Caurryiugy Her Majesty's Mails. 
rates apply to the Company's 


Mc Kinnon 


Opened i H Stock of 


Provisions, Groceries 
Dry Goods 
Wines, Liquors and Cigars 


Wholesale and Retail. 


Honest Goods at 
Honest Prices 


ошау 


to Glenora 


l'or Ereioht 
\gent on the 


Wharf 





amd Passenger 


H 


Store with fu 
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; 








ut Teslin Lake in Course of Construction will be stocked 


as Possible. 
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Store 
as quickly 
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REDUCTION 
IN PRICES $ 


OF 


В? WORK : 


TO SUIT THE TIMES 
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Owing to the general reduction of prices by 
lords and merchants we will for the next 
special rates for all classes of 


JOB WORK 


land- 


50 days give 


3233 


= 





Call and get prices. 
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The City Cigar H. F. WHIRLOW, 
and Tobacco Store. 


Assuyer, 
S. Strouse, Proprietor, 


CIGARS, TOBACCOS, CANDIES, 








Metallurgist and Analytical 
Chemist. 

Samples sent. me by Post Office 

Prompt Attention. 


REFERENCE -Novel Gold Mining C ompany, at 





FRUITS, STATIONERY, ETC. Juneau, Alaska. 
Books, Periodicals und Monthly Magazines | FORT WRANGEL, - ALASKA. 
^ 3— Everything First-class, 
08 Front:street, Wrangel, Alaska! Louns Negotiated. Real Estate Bought and Sold 


as 


4! there 
| 


¥ Juan blowk-house. 


E | 
| eupied by barracks and other buidings 


Teececcee 


will receive 


to the bulldog tenacity and courage 


FORT W 


: SANTIAGO OUR MEAT 22 


Terrific Battle Between Ameri 
and Spanish Soldiers in 
Which the Latter 


SUFFERS CRUSHING 


can 


DEFEAT. 


Over 1000 Americans Lose 
Lives During This Battle. 


RANGEL, ALASKA, SATURDAY, JULY 9 


Their | 


Ife, 


was a day of desperate fighting on both 
sides. 
[thi 


and they 


American and Spanish leaders 


vew themselves into the front line 


figure largely in the list of 


the dead and wounded. Gen. 


in the preliminary fighting, while sev- 
eral colonels and lieutenant-colonels in 
| the American columns were killed. 

The divisions of Lawton and Chaffee, 
Which did heroie work throughout the 
| day, effected a junetion at noon and did 

most effective work against the enemy. 
| They went to the front in an almost 
irresistable charge against the 


of the enemy's line. After great effort 


GEN SHAFTER IN COMMAND. 

The battle of Santiyo has Deen‘ 
fought, аш, after three days of hard 
fighting during whieh time the entire 


HTHIHIHIHIHIHIHIH command of Gen, Shatter has been em | 


каме the victory rests with American 
arms, Gen. Shafter now оберо ah 
the outposts of Santiago de Cuba, апа 


ut this writing the 


Stars and Stripes in 


probability wave triomphant over 
the city itself The Ameriean toss wis 
very heavy but in vies of the re suit 


will be no боо thee st. 


The 


1, and continued 


battle besan nt поо, 


July 


almost without inter- 


ruption, exeept for until 


sient sleep, 


| the Americans placed their artillery in 


position from whieh they etfeetively 


einnonaded the city. At noon the tell- 


ing efect of the artillery and infantry 


attacks were becoming apparent, 
the fall of the city was seen to be only | 
t question of hours, The entire com- 


tand of Gen. Shafter continued the as- 


sanit, cheered by the advantage wained 


Lon Friday, and fired with a determina- 


tior that augers victory, Less than a 
mile lay between them and the city’s | 


inner defences. To the northeast 


venter | 


and | 


Linares 


the Spanish commander was shot down | 


TO THE YUKON 





ing, where they 


circumstance, 


reported пе 


leviel on 
the Cagle 
H. 
by Ried & Sylvester 


Attachments were 
in 
building belonging to the W. 


Porter Co., 


the моск of goods 


| r ; r 
бапа Wakefield & Young. 





| prominent figure; 


опе time 


| we hope the reports are true that 
ee ithe Tooya is a second Klondike, 

Nnmers | s 

| we 


A warrant was also issued for 
Porter and Barrett on a charge 
of grand larceny 

The fall of Porter comes «s a 
blow to church and social circles 
in Wrangel, where he has been à | 
singing in the | 
Presbyterian choir, and being at 


the Y. M. 


secretary of 


IC A., but withall a wolf in 
sheep's clothing. 

The choir will now take up 
Porter's favorite song, "Where 


is my wandering boy to-night?” 


old on t^ e fooya River. 


Despite all scare head articles | 


and wild rumors we are still 
lacking апу authentic report | 
from Tooya lake, and although 


exuberance 
A repre- 


withhold 
pending definite news. 


[sentative of the JOURNAL called 
fon Robert Reid, who has spent 
much time in the Tooya Lake | 


the night of July 3, when, ii appears, , E 
| Д lean droeps were pressing m between | 
| Gen Shafter ceased active operations, , ; ' | 
Е Caney end. Santiago: and. tothe south | 
in order 19 permit the petis ment from Ў ner 
: : other divisions of Gen. Shafter’s were | 
Santiago of all попео иа, women Ў A Ў 
| уал ing steadily upon the city, while | 
and ehildren. ۴ t d 
Viae main body of the army advanced in | 
Thursday, June ЗӨ, found лаз i 
: the center. 
[army camped within view of the Spau- 
К ; мау morning found the contending | 
ish intrenchments., and four miles east | 
of Santiago, ready for the forward апи” ешр Büsty Nons fOr: BBE 
к continuation of the battle. The enemy | 
MOVEMENT NEXE тоги, when in ad- 7 


vanee was made by Lawton» division 
forming the right wine with the view 
of forcing his command of 65,0000 men 
two miles further forward. taking the 
Village of Caney and oceupyving the 


ridge overlooking the city and harbor, 


from which our artillery tire could be 


rained down upon the Spanish intrench- 


ments in front of the city. aad upon the 


lavze body of Spanish soldiers holding 


them. | 


Simultaneously with Lawton’s ad- 


vance Caprom’s battery. assisted by 


Grimes? battery, opened fire on the 


| Spanish troops to the right of the San 


Promptly the Span- 


ish bezan to answer the challenge feom 





forts and trent бешш 


pow- 
der used by our troops st oed and was 


a dine target for the 


Spanish battery, 


which used smokeless powder and was 


probably served by Cowera’s marines, 
judging by the accuracy of the aim. 
Our men worked like mad and the 
Spanish fire gradually slaekened and 


in less than an hour dt had ceased al- 


together. 


Gen. khawton’s division and Bates’ 


brigade fought all day, 


finally suceeed- 


ing in careying ney, and went 


wht in front of sane 
of 
of 


into enmip for the ni 
Af 


aney the 


tiago. thea 


| Elt 
ithe village 


ter driving hems out 


troops took possession 


and destroyed the Spanish 


forts by whieh it had been defended. 


The fighting on the right extended 
along the line and finally brought on a 
| 
general engagement. San Лиш Пел Їз 
were occupied by Shafter's forces and 
the way opened foran advance on Moro 
Castle. 

It was a glorious victory, but very 
| dearly purchased, The place was the 


t, Well fortitied 
The 


Wits also Ov- 


strongest Spanish орох 


and valiantly defended. position 


was an exeellent one. It 


but the American troops stormed the 


| 
height, and Spanish valor had to yield | 


of 


| the Anglo-Saxon, 

Adjt. Gen, Corbin put the situation 
| picturesquels Saturday morning while | 
| speaking of the tenacity of Gen. Shaf- | 


|ter: “The Old Bulldog," said he, re- 
| ferring thus half affectionately to the 
leommander of the Fifth Corps, “is ly- 


ing right there with his teeth in their 


| neck, only waiting the coming of. day- 
light to finish the work he has so mag- 
| nificently begun." 

| ‘The 


| wounded 


killed 
first 


losses in und 


American 


amounted in the day's 


| fighting to over 300 men. 


Saturday, July opened clear and 
hot, and the chances that Gen, Shafter 
and his army of Americans would cele- 
the Fourth of 


brate July in Santiago 





were very good, Their victorious pro- 


gress begun Friday, was continued. It 


ball 


aches woout the city walls in a large 


opened the by comingout of the 


br 


lores and dished straight forthe Amer- 


icun lines. In one or two places our 


men fell buck from their position. but 


quick!) ralis ing vove the one nis Баек 


into their own ditelhies The Spanish 
losses in this charge must have beeen 
frightful, as thes were vonstuntiy ex- 
poses to û terrive tire; while the Atg oar 
ican soidiers were protected in their 
ride pits. This еһагие оГ the Spanish 
is supposed: to have been made with а 
view of diverting attention from the 
enemy's Moot which was at that time 
steaming ont of Santis harbor, in 
this, aso, the Spaniards failed, ss eur 
in the das iw man on thedookout report- 
ed that the Smwinish Heet had Йен ou: 
of to harbor. 

Geen smafrer miele demand on the 
eoniiuiuadader of wÉantiaze for the sutre- 
der of the city, whieh demand was ro- 
fused, when Gen. Shafter notitied th 


cominander of Santiago and all foveion 
consuls that tis nty-four hours wold be 
given for the departins: of women and 
children, after whieh time he would 
sheli the eits. 


He Has Fallen From Grace. 


On Monday forenoon last amid 


tke excitement of a Fourth of 
July celebration came the sor 
rowful news that Wrangei had 


lost two of its prominent (7) eiti- 


zens, W. Н. Porter and А. J. 
Barrett, who had departed from 
our midst to take up a residence 


in other parts. There were no 
farewell demonstrations or part- 
ing hand-shakes, which was. no 


doubt, due to the modesty of our 


departed citizens who dislike 
publicity. Porter and Barret left 
Wrangel Saturday, the 
inst., aboard a sehooner 
pany with John and Ed Adams 
and a sailor in charge ofthe boat, 
to hunt Zurambo 
and incidentally try 
| the sailing qualities of the craft, 

had 


landed 


on ud 


In Com- 


| ostensibly 
| island, 


On 


to 


an option on which Porter 
The party 
and after 


purchased. 
lon the island Porter 
land. Barrett chas. 
ing thebalance of the party into 
the woods in search of game they 


succeeded in 


returned to the beach to bag 
game they had started out for 
the schooner and one year's sup- 
ply of provisions which 
aboard, 

When the returning hunters 
reached the shore they found the 
schooner gone and nothing but г 
small canoe, without oars, and 
two loaves of bread remaining. 
However, they managed to reach 
Wrangel early on Monday morn- 





| 


the | 


Were | 


region prospecting, but without! 


‚ finding anything other than very |r 


fine gold which would not pay 
for working. Mr. Reid reporis| 


the an excellent | 
field judging from appearances. 
admits that 
more fortunate than he. 

Tooya Lake is situated thirty 


Tooya country 


and others may be 


five miles north from їйє law 
endof Doass fake and betw 
Dease and Tesiin lakes. d 
Within the God belt and thi 


it Tere 


the Cassin: 


creeks running uto 
east amd south drain 
mountains, Which ave known to 
contain gold. 

The 
and 


љое 


ако is twelve miles long 


three miles wide, and is the 

the Pooyn river, 
speaking, the 
the Stile 


ian t 


of OY 


properly |ond 


^ 


north forks of 


rine por 


Toova being the fnd 


il. The second north fork is pot 

пата from the iio, ei b- 
teen miles above Tolosrapih. ot 

account of canyons ind falls.: 

the ronie to Tonya lake tends 

overthe Dense lake trail from 
Glencra or Telegraph rook to. 


lake. 

mt government trail kept 
the 
Dease lake ете оа 
and 
to Thibert cree 


the head of Dease This is 


an eles: 
in good condition. Їп 
head of 
along tho west north shores 
atthe lower end 
Where dt turns to 


lake 


and 


of Deas 


the north follows the ereek 


to its source, whichis only about 


four miles from Toova lake. 
From there to Poova dake the 
trail is across а level. countr 


traversed. The 


tor properly outtitted with paek 


easily prospe 


animals should have no troub'e 


in reaching Tooya lake in less 
thana week alter leaving Ge 
ога, 

The Fourth of July was cele 


brated in avery 
Wrangel. H 
to the fact that a grand demon- 
stration was heid on the 2ith of 
May. themerchants and bus- 


quiet manner in 
was probably due 


and 


iness men did not feel that they 
could afford to give the money 


lortalk 


was ol 


necessary to make the un 


ing a success; The day 
and the 
ing program was carriod out. 
эа. m, Plage raising 
1t a. m. Tui 


Cises in the oper 


served, however, follow- 


salute 


terary and inisieal exer 


“th house. 


12 п. National salute, 
хр. m. Danee in opera house. 


LITERARY 
1 Orchestra. Prof. Geo. I1. 
2 Call to order, 
Clark. 
Hymn, 
Invocation, Rev. 
Declaration of 
V. MeAlpin. 
Publie sehool children, song. 
Reading. Capt. Thos, А. Willson. 
Solo (baritone), Prof. W. H. Porter. 
9 Recitation, Miss Bertha Hunt 
10 Address, Rev. G. W. Kennedy. 
11 Piano solo, 


AND MUSICAL IHOGUAM. 
dson, 


President А Шонен 


America, by audience, 
Stark. 
Lidepondence, 


ue 


Dr 


Ket 


Miss Lulu Ker fe. | 


| and means for the 


| center 


n river 


| day of jurisdiction theres 


` 
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Glub Meeting at the Court BWHou-c. 
On Wednesday evenings t! 
meets at the court house in Моко 
gel a very representative Lody 
of men and women. Their 
ject is to put into activity ways 


1 
ө 


advancement 
of the town of Wrangel. © + 
tainly, such an object is mos! 
commendable. The 


most inex 


!cusable thing is that we are not 
(all awake to our town's best in 


| terests, as these people + 
be. 


seem to 
No town ever grew to im 
portance without municipal or 
ganization; no town ever 
without advertising, nor without 
a wide awake, industrious, stay- 
with-it population, nor withoi.: 
the location of capital and labor. 
Our town has nature’s site for a 
city, and natural resources, de 
vVelope t and undeveloped, sult. 


grew 


[cient to make it a populous city, 
[and the 


city of Alaska. These 
thoughts were grasped intelli 
gently on last Wednesday even 
ing by the assembled company, 


and made the basisof some wise- 


Пу laid plans and operations. 
Present were quite a number of 
gentlemen who re ported COL- 


corning business enterprises and 


discoveries. Most of these were 
viry encouraging. The conclu- 


sion was that the causes which 
are present hinderances to Wran- 


[gels progress are all temporary 


andcan and will soon be removed. 
Chis town must become a great 
commercial and manu- 
facturing business. It must be 
а place for homes, and for all 
social, educational and religious 
institutions to grow highest 
perfection, 

Nothing lacking but choor? 


of 


10 





Notice jor Fubiication, 


er tite n ' t tasa [Р 
t & Sous, belo 





Skarit Cai her tachic 





uppare! 
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U, SN. Marshal for A oski 
Ну We dh GRAN оту, 
Clark, Ingersoll & Werth Proehor for 


Hbellants 
Date of frst publication uly t 
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QUT FROM DAWSON 


THEY REPORT THE LOWER YU- 
KON VERY SHALLOW. 


Believe ЕИ Few E Any of the 


fully Make d Voyage. 


James D. Barry, special cor- 
respondent for the San Francisco 
Chronicle, who has been in Alas- 
ka several months, passed thro’ 
Seattle recently on his way home. 
He says that three men direct 
from Dawson reached the lakes 
June 17, having voyaged on a 
small steamer to Five Finger 
rapids. One of them is Daniel 
J. Lynch, of Alameda, California. 
Lynch stated that he met the in- 
going fleet of boats about thirty 
miles up the river from Dawson, 
led by a big scow, loaded down 
with whisky, which was disposed 
of to thirsty souls at the rate of 
fifty cents per “three fingers." 

Lynch reports that the water 
on the lower Yukon is unusually 
low for this time of the year, and 
that it is believed at Dawson that 
few, if any, of the river steamers 

can successfully make the trip 
from St. Michael to the heart of 
the gold country. If this condi- 
tion of affairs is true it is proba- 
ble, according to Mr. Barry, that 
the gold shipments may be up 
the river and through the lakes, 
instead of by St. Michael. Mr. 
Lyneh estimated the spring elean- 
up at $15,000,000. It is his opin- 
ion that most of it will come out 
in the form of drafts. 

The Canadian Bank 
merce is preparing to establish a 
branch at Fort Selkirk, within 
the stockade, where it can be 
protected by the police. The} 
equipment has already passed the 
White Horse rapids in safety. It 
is said that one part of the equip- 
consists of $1,000,000 in 
currency. It is probable that the 
attempt to introduce currency 
will result in а money war. 
loon men and others make a pro- 
fit out of handling gold dust, and 
are reported to view the intro- 
duction of paper money with dis 
favor. They have a plan, it is 
said, to gather it in as fast as it 
is put in circulation. In other 
words, they contemplate running 
a corner on the money market in 
order that they may continue to 
derive a profit in handling gold. 


ment 


of Com- | 


Sa | 


nitely stated. It is understood, 
however, that the Roanoke will 
bring down the bulk of the Klon- 
dike gold output on her July and 
August return trips to Seattle. 
Probably owing to the war with 


Spain, and the fear that Spanish | 


pirates from ports on the west 
coast of South America will eruise 
in the. north Pacific in waiting 
for Yukon treasure ships this 
season, the utmost secrecy pre- 
vails as to when and by what 
conveyances the vast clean-up of 


the Klondike region will reach 
| 


Seattle. The amount to come 


down has been estimated by Sec- | 
retary Gage at from $10,000, 01 0| 


to $15,000,000, Unofficial reports 


асе it at a much higher figure. | 
m m 


It is known, however, that 
Captain Healy of the N. A. T. & 
T. company has arranged with 
the layer mine owners in the far 
north for the transport of the 
bulk of the Yukon gold to Se- 
ае. Тһе government has de- 
cided to hold the torpedo boat 
Rowan in Puget Sound during 
the season to be ready when 
needed to actas convoy to the 
Roanoke. It is understood tbat 
Congressman Lewis has made 
these arrangements, aud that the 
letter addressed to him by Sec- 
retary Long recently, 
that the new war vessel would be 
held here, 

The Roanoke is expected here 
on her first return trip by the 
middle of July. The people will | 
await her arrival with almost | 
breathless expectation. She will) 
probably be met near Dutch Har- 
bor by her convoy and escorted 
to this port. She is also likely | 
to have a protector up and back | 
on her second trip. It is known 
thata large numberof gold seek- 
ers Will ship on her second trip 
up in July. The Roanoke will) 
| be the center of attraction this! 
season as she is the fastest and 
most commodious steamship on | 
the Alaska fleet, and the accred- 
ited treasure ship of the Klon- 
dike gold fields, 


Prepare for the Rush 


| 
| 





Present indications leave по | үй 
doubt of asubstantial Yukon rush | vy 


after the middle of July, both by | 
the all water route and the Alas- | 
| ka a valued ex- 
change. The latter are being | 
improved and will afford easy ac- | Wed 
cess, with full supplies the com- 
ing season. The tirst chapter in | 
the summer and fall season, how- 


passes, says 





It is probable that the scheme 
will prove a failure, as the bank 
is a very powerful institution, 
and will be on the outlook forany 
such attempt, and will meet it 
promptly. 

There is a rumor in cirenlation 
concerning the 
struction of a fleet of small boats 
on one of theehain of lakes which | 
form the headwaters of the Yu- 
kon. The fleet was making its 
way along with small sails set, 
when a storm came up suddenly 
and caused a wholesale wreck. 
The boats are reported to have 
disappeared in the twinkling of 
an eye. After the storm had 
passed the shore of the lake was 
strewn with wreckage. Nothing 
authentic was learned concern- 
ing the loss of life. 

Speaking of the Stikeen route, 
Mr. Barry said that it was gen- 
erally conceded that it was barred 
out for the remainder of the sea- 
son. The only hope is that the 
Canadian government will take 
up the matter of building a road. 
A government official is said to 
have been making a personal in- 
spection of the trail during the 
past two weeks. It is believed 
that men and horses will be put 
to work at once. 


To Bring Out the Gold. 
Seattle Review. 
Word has been received from 
a trusty source, but kept quiet, 
that one of the Yukon river boats 


wholesale de- 











belonging to the North American | « 


Transportation and Trading com- 
pany which is following the ice 
down the big river from Dawson 
and Klondike points, in order to 
meet the Roanoke at St. Mich- 
ael early in July, carries a large 
share of the spring clean-up of 
gold. 'lhe amount is not defi- 


| route by the Yukon river. 


[sailings and it may be expected 


ever, is confined to the ا‎ 
This | 
will continue through July and 
August and well into September. 
The July trips of the Seattle-St. 
Michael fleet will be more һеау- 
ily freighted than were the June 


S 
t 


[that the August departures, ac- | 
Icentübfod by the arrival of tons| 





lof virgin gold will be attended 
with more excitement and a 


greater number of gold seekers 
than have yet characterized this 


most marvelous Yukon enter- 
prise. The month of August will 


undoubtedly witness the greatest 
rush to the gold fields of the 
Klondike and Alaska that has 
yet occurred. It is believed by 
many that there will not be ships 
enough available toaccommodate 
the demand for freight and pas- 
sage, for it is now known that at 
least $10,000,000 in gold will 
come down from the far north in 
July and August. 

In. addition to this there will 
be authentic information on the 
new strikes that have been made. 
New mining camps will be open- 
ed and the thousands who are 
now waiting to hear from trusty 
friends who have gone as ad- 
vance agents, will push forward 
to join their comrades. 


Е. W. CARLON, 


212 Front Street. Fort Wrangel, Alaska 


. Manufacturing Jeweler. . 


Alaska Stones a Speciality. 
Miniature Totem Poles made 
to Order. Fine Ed io 
Views of Wrangel, 2c. . 


Mail Orders Receive Prompt 


OPTICIAN 


Attention 





Glasses specially fitted. Mr. Car- 
Ісп іх a graduate of the Chicago 
Opthalmic College. 





| Watches, Clocks, Order Pins, Etc. 


stating |. 


has this significanee. | 


THE 
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; Duncan McKinnon 


! "General Merchandise^ 


MINERS’ 
SUPPLEIS 


Wrangel 
McKinnon Wharf Furniture Со. 





637 Front Street 


m orders from headquarters, 


| | the stock consisting of 


and Forwarding Û0, онь 


OF 
FORT WRANGEL, 
ALASKA, 


Furniture, Mattresses, 
Crockery, Tinware, Etc. 


Will be sold 








Have A 1 C O S | Kum 
Their Wharf and The most complete Outfitting % 
r veri ine 3 ^ é : ; s A PS Tm ^ 
Warehouse Ready for Бени Nest $ House in Alaska. We sell at $ 
Vessels to Laud Local and m prices that defy competition. P^ 


Bonded Goods. 
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Apply to 


КЕСЕК 


-Company's Agents on Wharf 


Fort Wrangel, Alaska. 








For Further Particulars, 
or 


J. BOSCOWZJITZ, Agent, 


| 
Victoria, B. C. | 


Springs, | 
Monday, June 20 
оен Front Street, 

Providence *&eceeccecexeeecccccecs mE 
FUR CO, — ТЕНЕ 
Rufus Sylvester. Thos. A. Willson 

Wants all kinds of raw furs, 

skins, ginseng, seneca, etc. 

| Prices quoted for the next sixty days 

are as follow: 


THE FORT WRANGEL, ALASKA 
S 

PROVIDENCE, R. L., j 
| Willson & Sylvester. 
| 





D», маде, (silver Fox npon w sisom Fort Wrangel Mills 
| Otter 4.00 to — 9.00 
Marti pA 9, 
лм P uuu. 1. MANUFACTURERS 
(20 years’ experience) | Wolf. 1.00 to 2.00 | of 
SEWARD BL'K NEAR JOURNAL OFFICE oe 90 н Hed OF ALL KINDS OF 
Fort Wrangel, Alus 3 ae 25 1 
wt ran ) "i MS era 0 o 1 ЫЧ Yel low Cedar Red Cedar 
| Senate Restaurant BA oso — 5 Spruce Lumber 


Price list on all other furs and skins 
;furnishod on application. Full prices 

Goma to опе Dining Room whüro von willbe ' guaranteed, careful selection, courteous 
served with the best meals, also Iee Cream and treatment, und immediate remittance 
Cake for We, on all consignments. 


FLOORING 
CEILING 
RUSTIC, etc. 


Dealers in Doors, Windows, and Shingles, 


FORT WRANGEL, ALASKA 
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Patronize the 


319 FRONT STREET 
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We desire to announce to the general public that we have 
on hand a complete line of 


Eoo ooo | 
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Reid & Sylvester 


The Pioneer M erchants, 


WRANGEL, 





Cigars and Refreshments 


Front Street, Wrangel, Alaska 
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LOCAL NEWS. 


Bill heads only $2.50 at this 
ойсо. 

The Athenian sailed south last 
Wednesday. 

Today is election day in Brit 
ish Columbia. 

Land and mineral location no 
tices for sale at this office. 

Willoughby Clark 
from Juneau Sunday night. 


returned 


Several business changes have 
taken place during the past week. 

The steamer Casca arrived on 
Monday evening from Glenora. | 

Letter heads, best. quality of 
stock, S150 per thousand at the 
JOURNAL Office. 

Lynch & Jones received a mag 
nitieent Hall safe from Portland 
a few days ago. 

The steamer Alki, Capt. Gage, 
arrived in port Monday after 
noon, southbound. 

The new watchman on board 
the river steamer Victorian is a 
eub bear named Dewey. Long 
live Dewey. 

The Stratheona: arrived from 
Telegraph Creek 
last Saturday night with a large 


Glenora und 


list of passengers, 

Severalofour Canadian friends 
are absent at present on account 
of the election which takes place 
today in the provinces, 

The large barge Georgian in 
tow of the tug Mystery passed 
down from Skagway on Sunday 
last. A short мор Was made at 
this port. 


Consuit the JOURNAL or prices 


ou job work before wivins vour 
orders elsewhere, We have the 
material and can do vour Words 


at bedrock prices 


Phe river steamer Duchosnay 


аш hut ) port froi (аа 
Weelnesday evening. This boat 
pnus been pla nz Dei we (leonora 
and Pelweraph Creek lor severi 


"lie eonsieunuimtor gold on the 
Alki southbound Monday, was 
as follows: Treadwell mining and 
bee eompauy, SINISI Sum- 


dum Chit mining company, Sh 


ds eol du in thie riot 
BUNC t total of S57. 20 
Capitulists with money to in 


Vest will tiit plentvor long-time 
m tie sape of accounts 
against the W H. Porter Co 


ней ean be betail elieap nt il 


arene 
Mike Sullisan bro 
eight horses on the steniner Du 


1 Те \ Ў 
пау, Wednesday, bound for 


Vuncouser, Mike has seen a 
reat «teal o Thiet St licens Vive 
Peay w wade s rip b eon 


Wrangel und 


Three dir 


tilenora this vear; 
pHs on Tae idees two on the 
bouts, and onee he сае down 


from Glenora alone on two logs 


BANK CHECK STAMPS. 


Failure to Use Them Means a Fine 
of 100, 


Persons who frilto attach the 


y a) 
FOOT o 


‘ont war revente stan p 
to bank cheeks and kindred pa 
per are Hable toa heavy tine. 
There ds i chuise in the war tar- 
iY bill whieh makes failure to 
con ply with its provisions a mis 
demeanor punishable by a tine of 
Spo for each offense. 

By arrangement with the gov 
erument the banks will issue 
check blanks with the stamp en- 
vravel upon it. so placed that 
when û cheek is drawn if will be 
cancelled, These blanks will be 
sold by the banks for the price 
of the stamp, Stamps will also 
be sold which must be cancelled 
by the person drawing the check. 
The cancellation will consist of 
the name of the person making 
out the cheek and the date of 
issue. The law affecting checks, 
drafts and the like, will go into 
effect July 1 


uuu —‏ ا 


|Thursday. 


| PERSONAL. 
| 
| 
Bill heads, $2.50 per thousand at the 
JOURNAL office. 


Location notices forsale at the | Ae 


JOURNAL office. 


R, Nightingale has severed his 


connection with the Davidge! 


Wharf company. 

CG. AL Seott left for Loring kast 
He expeets to go in the 
tishing business, 

Mrs. E. H. 
enjoying a vaeation the past. few 


Hamilton has been 


days. 

Best quality of envelopes only 
$3.00 per thousand at the JOUR- 
NAL office. 

Dr. Smith loft on the Alki this 
week for Куга, N. Y., to. be 
absent several weeks. 

Business cards, best quality, 
only 83.00) per thousand at the 
JOURNAL office. 

Inspector-atioat J. М. Slater 
spent a few moments in. town 
vesterday on his way north on 
the Cottage City. 

J. EF. Bakeman, who for the past 
three months has been doing the *head- 
lifting’ for the JOURNAL left for the 
Sound on the City of Topeka last 

игу. 

D. F. Daugherty and F. W. 
Herbster of Minneapolis, return- 
ed from €ilenora. on the Strath 
cona, and left yesterday for the 
north on the Cottage City, 

Mr. T. Flaherty of Seattle; re 
turned from Glenora on the Du 
Chesnay Wednesday, enroute to 
Skagway. He was a member oi 
the Boyd party whieh went up 
the river on the ice 

Capt. Yorke, of the Canadian 
Development Co, is in Wrangel. 
The captain came down from 
Crlenora to hold a court of inqui 
ry to ascertain the damage clone 
the stesnrer Vietorian when she 
settled on a rock some days ago, 

Miss Mav Sylvester, daughter 
of Rufus утех, тото on 
the Topeka Sunday last from the 
Columbian colle т, New West 
minster D; €, where she has 
been attending school for several 
months past. 

En Young. of the frm. of 

"akeneld & Young, left on the 
A Monday evening for Sax 
min Alaska, where he will take 
charge of the store during the 
absence of his brother to their 
mining claim, locatedat the head 
of Thorn Arm 

POR. Conrad. deputy DU 19: 
mineral surveyor from Colorado, 
who has spent some time in 
Wrangel, left yesterday on his 
steam vacht Margaret to pros 
poet in the Ketehikan region. 
Ni. Courad went to Glenora last 
winter on the ice and aft 


to Teslin Lake retired to Wran- 


eratrip 


gel rly in Мау. He reports 
better indications of gold in the 
шине ате vicinity of Wrangel 
than is to be found around Glen 
ora or Teslin Lake. 

Messrs. John and Peter Eric 
son and Pat Hopkins, of Whea 
ton, Minnesota, who passed thro’ 
Wrangel last Mareh enroute to 
Dawson via the Stikeen route, 
returned last Saturday bound for 
their homein Minnesota. These 
fentlomen were accompanied ba 
several more from their home. 


and were known as the Pearson 


Party, They took iu about eigiit 
tons of supplies, and several 
horses. After reaching Teslin 
[ake in safety the three first 


named left the balance of the 
party to proceed tothe interior 
while thev returned. as stated. 


to their bowes 


Regular Church Service Presby- 
terian Church. 


Sunday sehool 1O H1. Preet iny 
to Natives., ilin m Christian Midewave 
or p. m. Reading to Whit нра 


Thom хр. ош. Prayer meeting, Fridas 


^" p. m. 


Yopie Sunday evening 


July 10 
The Bible fts claims to inspiration. 


(i, W, KENNEDY, Pastor. 
N. B. Whitfield, 


Civil 


AND Ч. 5. DEPUTY MINERAL SURVEYOR 


119 Front Street, - Fort Wrangel, Alaska 


Engineer 
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\ Line 
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The most complete Outtitting 

House in Alaska. We sell at 

prices that defy competition. 
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— Rates 


Willson & Sylvester. | Mn 


: Vancouver, Victoria, Seattle 
Fort Wrangel Mills 
MANUFACTURERS 


OF ALL KINDS OF 


Yellow Cedar Red Cedar 


Spruce Lumber 


FLOORING 
CEILING 
RUSTIC, etc. 


Dealees in Pours. Windows 


T Front Street, 








Rufus Sylvester. 


St. Paul and Minneapolis, $10 


Chicago $21.50 


New York $25 


and Shingles, | 


FORT WRANGEL, ALASKA 


Vor full particulars as to rat 
etes apply to 








R. 4. CORBET, Agent Pt. rangs! 
M. B. CARTER, Genzeat Anent 


\ 


District Vussenewer Avent.. Vanco 


- 





We desire to announce to the generaj publie that we have ү” 
on hand a complete line of 
MEET EEETEE CEE CES TE 


General m ^ W 
Merchandise  .; H апре 
Consisting of Groceries and Provisions. Clothing, Boots | 


“© und Shoes, Rubber Goods, Mackinaws, ane 
4 a Full Line of 


Miners’ Suppies _ 
Reid & Sylvester . 


The Pioneer Merchants, 


ж 
»323223233232223322333333€ 
КОР САМОЕ, ALASKA ЯТ 


SES es ec csse COAL — COAL 
Wellington Coal 
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Brewery ғ 


GRIEF, Prop. T 
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New Brewery : 


Fult Operation m 
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3313333333095 99 829339 98 
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The 


Now on sale it e lowes? market 


IND t $ П 1 1 
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month's or on board Bark енд] Ul 


Steamers соате at апу hont 


ORIENTAL HOTEL 


P. FLANNERY, 
\gent for lH. Dunsmuir & Sons 


$ 
“ 
bn row d aud бй Рт " 

1 
lé zi 


Proprietor. 


t Fred 5 Salaman 
FINELY FURNISHED ROOMS # Washington Place off Front St m 


e Porn Wrang yol - \laska " 


Open Day and Night 


|! Drafts 


Canada and United States 


! 


333 


Refreshments and Cigars 
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ESTATE 


Mag 20530230709 $082)000$ з stenu! 


Wakefield & Young 
GROCE RS 


Dealers. in 


Гаа 


rhe М мыл 





Groceries and Provisions 
\ Full Line of 


General Merchandise 


309 Front Street Wrangel Alaski 


“EUREKA | 


M. McCANE, Prop. 


| - | 
| This ph tee is newly fitted up 
and will be пише as 
| 1 
| 1 
1 
3 


Fenn Vietoria to Каду every twelve dave: ealls at 


Wrangel both ways, 


> STEAMER LOUISE.. 


Ins every Friday to Sti een Island from C. DP. HF. What. 





Steamers fron Wrangel for Glenora and points up stikeen River. 


Klondike Mining, Trading, 


and Transport Corporation, Ld 


Opposite McKinnon'’s Wharf 
— — == FRED. р. PURDY, Agent 


First Class Resort---Beer (c 


Located in Building adjoining 
Wrangel Dru; Cos Store 


Front Street Wrangel, Alaska 


de nny К Me у 


When Traveling Take.. 


The Northern Pacific Railway 


RUNS 
‘Pullman Sleeping Cars 
Elegant Dining Cars 
Upholstered Tourist 
Sleeping Cars 
ST (PAG 
MINNEAPOLIS 
TO DULUTH 
FARGO 
AND GRAND FORKS 
CROCKSTON 
WINNIPEG 
HENA 
BUTTE 
SPOKANE 


FROM 


And all other points in the United 
States and Canada. 
THROUGH TICKETS TO 
CHICAGO 
PHILADELPHIA 
WASHINGTON 
NEW YORK 
BOSTON 
And all points East and South, 
also to China and Japan via The 
Northern Расе S S. Co, 
For full intorinatior 
арчу to 
LA. NADEAU, Gen] Ament. Seattle, 
Washington. 
А. TINLING, Gem N\went, 
Washington. 


È B: ВЕЛО, Aut Ne Р; B. 
Victorias 1 €. 


rite routes, maps. ete 
Tacoma, 


Ol 
Ah: СЕТОТ 
\sst. Gen’! Puss, Aut.. 


Portland., Oregon 


CHAS) SPER, 
General Pass, Art., 


St Paul, Minn 


ROBERT HYLAND 
Provisions 


Furs, 
Curios, 
Ete... « 


retegraph Creek, 
Head of Stikeen River 

Miners supplied with everything 

necessary in making the trip to 


the Klondike. 


Steamer Elwood, 
zc E OFFORD, Purser, 


Charles O. Bates, 


Attorney at Law 


еи Jackson lock 


Port WRANGEL” - МАЗ А 


DR. W. L. HARRISON 


DENTIST 


pr, Cun 
ADJOINING Р. О. BUILDING 
WRANGEL, ALASKA 


Fite: ^ Alaska Со, 


Hi LER IX 


- General 
NEN Merchandise. 








C. P. COLE, 


Contractor ^" Builder 


I idesire to announce to the publie t! 
| a npe tr. to do Contrite ШЇ] 
Bui "m u shortest motive. Shop 
located on Pront street, 


Clark, Ingersoll & Weymouth, 
ATTORNEYS AT LAW 
Hi ROST STRERT, 
Fort Wrangel Alaska. 


Mining Properties, City ез Estate. 


WRANGEL 


Sheet Metal Works 


Yukon Stoves and lixtures. 
Ail kind of work made to order. 
BATH TUBS A SPECIALTY. 


Careful attention 
given all custom work 


F. E. Cagle. 





